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You are also scheduled to brief Dr. James 
Colvard, Chairman of the Naval Research Advisory 
Committee on 21 June at 1000 hrs. He will not be the 
nominee for the panel but after hearing your brief he 
will decide who will be appointed. This meeting will 
be held at the Ballston Towers, 800 North Quincy 
Street, Arlington, VA, Room 934. POC is Diane at 
(703) 696-6769. Jeannie faxed your clearance. 


Take 295 south to 395 through DC. Get off 
Washington Blvd exit (route 27) (this is the next exit 
after the Pentagon exit) and follow Washington Blvd to 
2nd traffic light. Turn left onto 10th Street and go 
through the blinking firehouse signal to the first. traffic 
light and there turn left onto Wilson Blvd. Take 
Wilson Blvd to Quincy St. Turn right onto Quincy 
Street and their building is on the immediate lett. 
There is meter parking or a parking garage underneath 
the building. 
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